USDA 



United Slates Department of Agriculture m 

Anil rial mid Plan! HeuMM Inspection Service i tnij .r..p iu 

Inspection Report 


TYCO HEALTHCARE GROUP L P Customer ID: 41906 

COV1P1EW Certificate: l^R-0049 

150 GLOVE RAVE She: 00 1 


(b)(2)High, (b)(7)f 


Type' ROUTINE INSPECTION 

NORWALK, CT 06656 Dale' Mar-£7-2(>03 


2,31 (e) (9) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (IACUC)- 

2-31 fe) (3) - h A proposal to conduct an aciimly involving animals, o r to maiie a significant change in an ongoing 
activity Iftvelvrrig animals, must contain Hie tallowing: (3) A complete description nl Hie proposed LiE-s cl the animals." 

1. Review of Prolonol #301 ard tf5Q1 : The narrative oF bolh animal use proposals dd not contain a complete 
de&crlphoo oi an of the procedures that may be pedormod on the animate as part ol the approved prolocote as is 
required par this Section oi the Regulations 

The IACUG needs to address the issue identified lor these protocols. Comect by S'"i/Q0. 


Prepared By: 


Title: 

Received By; 


PAULA S GLADUE, V M D USDA, APHIS Animal Care Dote: 

VETE Rl NARY M EPICAL OFFIC ER Inspector 1 054 Mar-S7-2003 



Title: 


P^EB 1 1 


Date: 

Mar- 27-2006 




USDA 



United Slates Department of Agriculture 
Anil rial mid Plan! HeuMM Inspection St-r^iLE am 1^47 „-.. |n ^ 

Inspection Report 


TYCO HEALTHCARE GROUP L P 


COVIDtEN 
ISO GLOVER A VE 

MORWAl K. CT 06656 


Customer ID’ 41906 
Certificate’ 16-R-0049 
Ste: 001 


KbK2)High, (b)(7)f 


Type' ROUTINE INSPECTION 
Date Jan-08-2008 


There were no non-compt ant items identified during ihe inspection Registrant was m cwnpfiance with AW A 
Rrcjij aEioris and Standards a I Ihe I me oF Ihe inspection 


Prepared By: 


Title: 

Received By: 


PAULA S GLADUE, V M D USDA, APHIS Animal Care Dete: 

VETERINARY MEDICAL OFFICER Inspector 1054 Jan-O0-2OQ3 



Title: 


Pap3 1 1 


Date: 

Jar-06-2000 





USDA 



United Slates Department of Agriculture m 

Anil rial mid Plan! HeuMM Inspection Service .<-.p id 

Inspection Report 


TYCO HEALTHCARE GROUP L P 


COVIDtEN 
ISO GLOVER A VE 

MORWAl K. CT 06656 


Customer ID: 41906 
Certificate' 16-R-Q049 
Site: 005 


|(b)(2)High, (b)(7)f 


Type: ROUTINE INSPECTION 
Dale Jan-Q8-2006 


There were no non-compt ant items identified during ihe inspection Registrant was m compliance wtfi AW A 
Regu aEioris and Standards a I Ihe I me oF Ihe inspection 


NOTE ■ 1ACUC records are reviewed at Site 0»i nl the Registrant 


Prepared By: 


Title: 

Received By; 


PAULA S GLADUE, V M D USDA, APHIS Animal Care Dote: 

VETERINARY MEDICAL OFFICER Inspector 1054 Jan-O0-2OQ3 



Title: 


Papa t t 


Dete: 

Jar-06-2000 





